THE ANCESTORS OF MARIA ELIZABETH FORSDAHL 


Maria was the 2nd wife of Peter Forsdahl and mother of Maria Elizabeth Forsdahl, She gave birth to 8 children 
by Peter. Three of them died in infancy. Maria died in 1853 at age 42. The cause of death was “diarrhie" (diarrhea). 


Peter next married (2) Kyrstin AHLSDOTTER ° 20 Nov 1855 at Rélanda, Älvsborg, Dalsland, 
Sweden. She was born 27 Nov 1804 at Rannelanda, Älvsborg, Dalsland, Sweden, the 
daughter of Ahl Jansson FÄRDIG and Britta JANSDOTTER. Kyrstin died 10 Aug 1879 at 
Rolanda, Älvsborg, Dalsland, Sweden. 
No children have yet been identified. 

Kyrstin was previously married to Anders ERICSON 8 Feb 1828 at Rélanda, Älvsborg, 
Dalsland, Sweden. He was born 1783 at Rélanda, Älvsborg, Dalsland, Sweden. His parents 
are unknown. 


Kyrstin was tobe the third wife of Peter Forsdahi and step-mother of Maria Elizabeth Forsdahl (Petersdotter),wife 
of Magnus Challeen. 


Peter was first married to (3) Maria SIMONSDOTTER ‘. She was born 1794 at Steneby, 
Älvsborg, Dalsland, Sweden. Her parents are unknown. Maria died 24 Jul 1830 at Rélanda, 
Älvsborg, Dalsland, Sweden. 


They had 6 known children: 
F ix, Maria PETERSDOTTER b. 23 Aug 1815 
le! x. Cajsa PETERSDOTTER b. 31 Mar 1818 d. 30 Nov 1841 
M xi. Jonas PETERSON b. 19 Oct 1820 
M xii. Johannes PETERSON b. 15 Jun 1826 
M xii. Andreas PETERSON b. 29 Aug 1823 
M xiv. Lars PETERSON b. 17 Mar 1829 d. 18 Apr 1829 


Maria Simonsdotter was the first wife of Peter Forsdahl. She died in 1830 at age 36 during childbirth. 
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